Drug Analysis Laboratory 

Preparation of Ephedrine Stock Solution* (Standard) 


Date: 


Chemist: 


* Stock Solution is stable for 2 years. 

Run instrument using parameters specified in SOP # Section 7 C. Reagents 


Wavelength 

Abs. 1 

Abs. 2 

Abs. 3 

Abs. Average 

(+/-1.0 nm) 






251 

257 

263 


QC Reviewer: _ Date: 
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